To: Cheatham, Reggie[cheatham. reggie@epa.gov]; Tulis, Dana[Tulis. Dana@epa.gov]; Irizarry, 

Gilberto[lrizarry. Gilberto@epa.gov] 

Cc: Nalipinski, Mike[Nalipinski. Mike@epa.gov] 

From: Canzler, Erica 

Sent: Thur 8/6/2015 7:00:50 PM 

Subject: FW: ASPECT Support to Region 8 


More detailed info below 


Erica Canzler 

Director, CBRN Consequence Management Advisory Division 

Office of Emergency Management 

U.S. EPA 

(o) 202-564-2359 

(c) 202-431-3146 

canzler.erica@epa.gov 


From: Kudarauskas, Paul 

Sent: Thursday, August 06, 2015 2:57 PM 

To: Canzler, Erica 

Cc: Nalipinski, Mike; Thomas, Mark J.; Curry, Tim; Cardarelli, John 
Subject: ASPECT Support to Region 8 


At approximately 1420 EDT, FOB received a call from Region 8 OSC McComb requesting 
ASPECT to provide georeferenced aerial imagery of an area (Silverton, CO - Cement Creek) 
impacted by an accidental release (via dam) of approximately 1 million gallons of contaminated 
water. 


•□mill II ASPECT wheels up by 1330 EDT 

•□!□□□□□□ ASPECT expected to be on target approximately 1800 MDT 
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•TTT JL □□□ Data (approximately 400 images) will be processed throughout the night if the 
lighting is acceptable. If not, photos will be taken first thing in the morning. Imagery will be 
provided to the Region first thing in the morning or early afternoon, respectively 


The OSC’s contractor was digging by a dam causing a breech. High media attention. 


More to follow. 


Kuda 


Paul G. Kudarauskas, "Kuda" 

Chief, Field Operations Branch 

CBRN Consequence Management Advisory Division 

Office of Emergency Management 

United States Environmental Protection Agency 

Mobile: 202-344-5382 Office: 202-564-2415 
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